

Senator Says Age'ncies^^ ' 
y>: Lied to Warren Paner 

WASHINGTON, May 14 ' 

E (AP) — The^ Central Intelli- 
' gence Agency and Federal 
J- Bureau of Investigation lied^- ..^; 

:to the Warren Commission,! 
about the assassination of*-.i^i 
President Kennedy, a Senate '--^' 
Intelligence Committee mem-4j?-H 
j her said today. The SenatorV*':^^ 
i, also. suggested that ‘Ve pur-^--'-^ 

J sue some hot leads” to an 
; swer for certain who 
Mr. Kennedy. i 

i ■ Senator Richard Schweikei^J;^#^^ 

[ Pennsylvania Republican and*W^^^ 
a member of < 


to 



• a member of the panel’s sub-V^f^^ 
committee investigating thev:?*^^’;!* 

t assassination, said “there isV:t^t' 
r no question in my mind” that-:>;l|^f^'-?:: sr 
' the two intelligence agencieSi'^^JiY^jJl MT. S 
- lied to the commission that^{^^ 
conducted the Government’s 'i^'^'® 
first, massive inquiry into 
Kennedy’s death. 

Mr. Schweiker said he hasi+vjtl - 
' found no new evidence about?:^#?^v;.»j>>^ 

• >^ho killed Kennedy but de-rvr^JO???^ I 

• dared, “If we pursue some 
. ... .. . 


dared, .... 

hot leads, we may welLan-.^^ 


swer that ‘question.’’ Mr. y 

Schweiker refused to ^ eIabo-^.iv-t^f^J^;.“f 
rate on what 
“hot leads.’’ .. 


he ipeant 




r> 




